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USMISSION NATO 

UNCLAS LONDON 13962 

EUR/RPM FOR KORKY 

E.O. 11652: N/A 
TAGS: CCMSSENVUK 

SUBJECT: CCMS DRINKING WATER PILOT STUDY MEETING, 

LONDON, OCTOBER 3-7, 1977 

REF: STATE 190937 

MR. TERRY A. DICK OF THE UK DEPARTMENT OF THE ENVIRON- 
MENT HAS INFORMED US THAT THE SIX STUDY GROUPS WILL MEET 
AT THE DE VERE HOTEL, HYDE PARK GATE, KENSINGTON, LONDON 
W8 5AS (TELEPHONE 01-584-0051) ON OCTOBER 4 AND 5, AND 
THE CHAIRMEN WILL REPORT TO THE MAIN GROUP MEETINGS TO 
BE HELD AT THE SAME HOTEL ON OCTOBER 6 AND 7, 1977. 

FRENCH-ENGLISH INTERPRETERS WILL BE A VAIL ABLE. ONLY FOR 
THE MAIN GROUP MEETINGS ON OCTOBER 6 AND 7. THE MEETING 
WILL LAST FOR ONLY FOUR DAYS, RATHER THAN FIVE. SAMPLE 
NOTICES WILL BE FORWARDED TO EUR/RPM FOR MR. KORKY 
CLOSER TO THE TIME OF THE MEETINGS. 
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